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SYCAMORE 9-4171 ° TELEPHONES ° RYAN 1-3361 
1030 SOUTH ARROYO PARKWAY ° PASADENA, CALIFORNIA 


SOLD TO §=§Gentlemen INVOICE PE 15259 


DATE 2/12/58 


YOUR ORDER No. BC-200 


TERMS: Net 30 days 
JOR PEURESS Schedule IfI, List 4, Revision 5 SENG 
Line Drawing Rec. Insp. Unit Total 
Item Number Report Quantity Price Price 
112 730104-59 13349 20 3,56b 71,20 
113 730104-60 13349 20 3.56 yy” 71.20 
Amount Due $ 142.40 we 


I certify that the above bill is correct and just and 
that payment therefore has not been received. 


HYCON MFG. COMPANY 
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RECEIVING INSPECTION REPORT 
Approved For Release 2001/0A@N. O¥ERDORG0B79RO00500110106-2 No. 13349 


koa 2961 E. COLORADO ST., PASADENA, CALIF. * 
DATE a ape - 
P.O. NO. Bye tenes 


Pai a. 
VENDOR PACKING SLIP No. 


BUY OUT 


RECEIVED FROM 
Hycor Division of International Resistance Co, 
12970 Bradley Avenus, Sylmar, Calif, 


CONTRACT é DRAWING DWG. DASH OR DWG. LOT CLASS OPER. 
CODE NO. NUMBER STANDARD PART NO. REV. NO. NUMBER NUMBER |CODE NO, fe) ACCT. OR 
; Z * arabe 
CH, TO Bea aad $.0, NO. ee ien 
QUANTITY QUANTITY REMARKS 


DRAWING NO, AND DESCRIPTION 


RECEIVED ACCEPTED | REJECTED 


Contract BC-200, Sehedule I:1 item lea 


20 | 730104-59 Resister 544 ohm, 1 watt Fo FY, 
{ $22—000000011 90-45-01) | 
20 | 730104~60 Realator 482 obs, 1 watt ye) 
(B22 OOOO ALI Fal ned, See 
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DPS /PPOTSROBORP I L406 2 ene 
PE 1S RSP? 
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2961 E. COLORADO ST., PASADENA, CALIF. 
RECEIVED FROM 


DATE REC'D._¢ 
Hyeor Division of ee Heeiatance Ce, ni Aa 
ss oe : VENDOR PACKING sLiP No. *3/ © > 
CONTRACT DRAWING DA pwe. | tor | cLass OPER. | BUY OUT 

CODE NO. NUMBER STANDARD Sir NO. REV. NO, NUMBER NUMBER | CODE NO. fe) ACCT. OR 
: R x 
CH. TO BRONTE 6.07-°NO woe 

QUANTITY 


QUANTITY 


DRAWING NO. AND DESCRIP 
RECEIVED a = eee ACCEPTED REJECTED 


REMARKS 


Contract “Ce20C, Schedule 1:1 iten jens 


2 | 7X104~59 Rasistor 544 ohm, 1 watt 
( B2tbe OCOD 11 ZO 4 5a ) 


a0 | THICA-66 Resiator 482 ohm, 1 watt 
(FAA ALO LI unl ve dh MeO} } 
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ON SHIP. MEMO NO. 
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